ITEM# 
QTY 
PART# 
PART TITLE 


-1 
1 
RBD29904-1 
ADAPTER 
2 
6 
McMaster#3896T31 OR EQUIV. 
ALUMINUM WIRE ROPE COMPRESSION SLEEVE 1/16" DIA. X 3/8" LG. 


3 
3 
McMaster#90293A113 OR EQUIV. 
SS PUSH BUTTON QUICK RELEASE PIN 1/4" DIA. X 1-1/2" USABLE LG. 
4 
AR 
CARR-LANE #CL-2-C 
NYLON COATED LANYARD 1/16" DIA. 


6 PL 


3 PL 


w 


RBD29904 HOIST ADAPTER "D” MODEL 
Hoy 


NOTES: 
1) MATERIAL: N/A 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/- 0.1" 
X.XX = +/- 0.01 
/ +/-1° 
" / +/- 0.50 
x.xxx = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES, BURRS, AND WELD SPATTERS IF APPLICABLE 
7) IDENTIFICATION: N/A 
\ 
8) ASSEMBLE AS SHOWN 
9) LANYARD LENGTH APPROXIMATELY 8" + 1" FROM END TO END. 
10) THE TOOL ASSY MUST BE PACKAGED WITH A DESICCANT BAG INTO A TIGHT FITTING SEALED PLASTIC BAG 


B 
-1 REMOVED 1.50 DIM. ADDED 0.280 +0/-0.005" 
3 PL DIM. DIM WAS 1.863 IS 1.780. DIM WAS 
0.895 3 PL IS 0.813 3 PL 
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1.470 


R3.406 
R3.00 


1.125 
R0.75 


0.813 


1.125 


0.310 


R0.25 


SRI .470 


01.50 THRU 
0.12 X 45.0° CMF, BOTH SIDES 


R1.375 
R0.63 
ALL AROUND INSIDE 


+0.000 
0.280 


1.780 


R0.50 
2.906 


00.261 THRU ALL 
3 PL 
SECTION A-A 


0.32 


00.093 THRU 


DETAIL B 
3 PL 


RBD29904-1 ADAPTER 
□3 


NOTES: 
1) MATERIAL: 6061-T6 
2) HEAT TREAT: N/A 
3) FINISH: ANODIZE RED PER MIL-A-8625 TYPE 2 CLASS 2 
4) TOLERANCES: X.X = +/-0.1" / +/-1° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) REMOVE ALL SHARP EDGES, BURRS, AND WELD SPATTERS IF APPLICABLE 
7) IDENTIFICATION: MACHINE ENGRAVE OR DOT MARK T/N AS SHOWN 
8) ALL NON DIMENSIONED FEATURES PER CAD MODEL RBD29904-1 REV B.STEP 
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